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NARA RG104, Entry 1, Box 155 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
December 29, 1888 


Mr. Boyle, 


Will permit the Adams Express Agent to remove a sealed box, for the Mint at San 
Francisco. 


D.M. Fox 
Superintendent 


W.B. Hunt 


